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Perspective  View  of  Unit 

Showing  Cable:  Lacings 


To  accompany  Application  of 
Harmon^.  JBonfe,  Engineer  for 
Reclamation  Districi  'N* 2.064*. 
Dated  Mar.  5 J 926. 
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SAN  JOAHUIN  RIVER 

Near  San  Joaquin  City,  Calif. 
Harmon  S.Bonte,  engk. 

Sheet  S  of  8  Sheets. 
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